
££- f- 

Approved For R^^ase 2001/08/09 : CIA-RDP78-04915A000400030048-5 

0 X ~ 

16 October 19?3 


MEMORANDUM FORi 
THRU • 
SUBJECT : 


Chairman, Project Review Committee 
Acting Deputy Director (Administration) 
Submission of Project for Renovation ofl 


25X1A 


25X1A 


25X1A 


25X1A 


Attached for the consideration of the Project Review Consnittee 


is detailed information covering proposed Project for the renovation 

estimated to cost the total sum of $387,02jl.29 
in support of TSS departmental operations. 



25X1 A 



Date 



25X1A 


Approved for forwarding to Project Review Committee. 
Support required is available subject to allocation 
of $75,000 from the Director* a reserve fund. 



Acting Deputy Director (Jkiminis tration ) 


Date 
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